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M THIS DQCUMEHT COM'fAl NS JMFOfTMATtON AFFECTING THE flnTICNAL DEFENSE 
OF THE UNITE 0 STATES V/ITHIO THE BFAHINO OF THE ESPIONAGE ACT 50 
U. 5. C.. 31 AMD 32. AS AK 5H0ED. ITS TfiAMSMtSSlOH OR THE REVELATION 
OF ITS CONTENTS Ifl ANT fMWNER TO AN UNAUTHORIZED PERSOH IS PRO- 
S3 HI8ITED 8V LAW. REPRODUCTION OF THIS FOSU »3 PMHI3ITEO. IIOW- 
■;)} 5VER mFOHHATlOH CONTAINED IN GOOY OF THE FOUR UAY BE UTILIZED 

•Mas deemed necessary dv the receiving agency. 



“this is unevaluated information for the research 
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1* Koch & S tercel AG, the Dresden electrical apparatus firm, has been engaged since 
late 1947 in the production, under Soviet direction, of concussion testing equip- 
hnent f w 5tossprflf ger&te” ) , allegedly for the splitting of atoms* Ihe equipment 
consists of a number of large transformers which generate a total, of three million 
volts* Tne equipment was to be ready by Hay or June 1948, and was to be sent to 
Nie derwar iha for testing before being dispatched to the USSR* 


2* 


3a 


Koch & Stersel also produces transformers for currents up to 31,500 volts. Thirty 
transformers could be manufactured or repaired every month, but the shortage of 
metal, which is imported from the western, zones, causes the output to stand at only 
six or eight transformers par month*. 


existence in the Koch & Stars el factory of a technical 
and designing office (KTB 21) in which only Russians are employed* 50X1 HUM 
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